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mill, which was the first plate-mill built in the United States, as

we are informed by the present proprietors., Mary Ann forge,
two miles north of Downingtown, was built in 1785, and Spring-
ton- forge, five miles north of- Mary Ann forge, was built in

1790. Both of these forges are still active. Hibernia forge, on
West Brandy wino creek, four miles north of Coatesville, was built

in 1793, and in still in operation in connection with a small rolling-
mill which was added in 1837. Sadsbury forges, on Octorara
creek, near Penningtonvillc, were built in 1800 and 1802, and one is
still in operation. Brooke forge, near Pequea, in Lancaster county,
was built in 1795, and Pine Grove forge, sixteen miles south of
Peimingtonville, on Octorara creek, in the same county, was built
about 1800* A small rolling-mill, which w now abandoned, was
added in 1844, on the Cheater county n|de of the creek. Pleasant
Oardftq forgo, on the Brandywine, five milen southeast of Oxford,
was built in 1800 and abandoned about 1848. A small rolling-mill
WIIH built in 1K4H, which i# also abandoned.

In 18JM then* were in existence, within a radius of fifty-two
xniltts of LttiK'ttHltT, 102 furnaces, forges, and rolling-mills.

At Columbia ami Marietta in Lancaster county there were in
1870 eleven funmeetf, the oldest of which, Harah Ann, a charcoal
funwcje, wan not built until 1841. In 1845 it was changed to
anthracite* All the others use anthracite when running.

In 1805 there wore two forges in York county* Castle Fin forge,
on Muddy creek,, in York county, was built in 1811 by a person
named Withers, and rebuilt in 1827 by Thomas Bird Colemanf
who also erected a steel furnace in 1332 or 1833. Margaretta
furnace, on Cabin Branch crack, wan erected in 1823, and a forge
called Woodstock was erected at the same place in 1828, Both
have been abandoned. Codorus furnace and forge, on a creek of
the same name, were built by Henry B. Grubb, and abandoned
before 185(1 York furnace, at the mouth of Otter ereck, was built
in 1830, and is still active. A short time prior to 1830 a furnace
called Susan Ann, or Manor, was built by William 8. Cornwall
near the Brogue tavern in York county. A furnace at York
made all Minis of castings in 1882, when it was owned by Israel
Oardner. In 1843 there were two furnaces and four forges within
the county limits. In 1850 there were five furnaces and three
forges. Since 1850 the iron .industry in the county has declined,

In 1805 there were seven forges and one slittmg-mill in Delaware
county. Franklin rolling-mill, at Chester, in Delaware county, was